Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

Message Text 

UNCLASSIFIED 

PAGE 01 STATE 165186 
ORIGIN ERDA-07 

INFO OCT-01 EUR-12 ISO-00 OES-07 ACDA-10 10-14 /051 R 

DRAFTED BY USERDA:AIA:MVMCCLARY:GLS 
APPROVED BY OES/NET:DHOYLE 
ACDA: LGILLINI 
lO/SCT: AJILLSON 

080588 160156Z/70 

R 151539Z JUL 77 
FM SECSTATE WASHDC 
TO AMEMBASSY VIENNA 

UNCLAS STATE 165186 

USIAEA 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, ENRG, TECH 

SUBJECT: IAEA TECHNICAL COMMITTEE SPECIALISTS' MEETING 
ON THE EFFECT OF REGULATORY REQUIREMENTS ON NUCLEAR POWER 
PLANT CONTROL AND INSTRUMENTATION SYSTEMS, MADRID, SPAIN, 

OCT. 4-6, 1977 

REP: IAEA VIENNA A-142 

1. REQUEST MISSION NOMINATE ELMER S. PATERSON (BABCOCK 
AND WILCOX), WILLIAM J. BYRON AND WILLIAM D. ROMAN (BOTH 
WITH EBASCO SERVICES) TO ATTEND SUBJECT MEETING AT THEIR 
ORGANIZATIONS' EXPENSE. 

2. ALL HAVE COMPLETED SATISPACTORY PROCESSING UNDER 
SECTION VIII, E.O. 10422. VANCE 

UNCLASSIFIED 
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Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 
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